NATA 2014 ethylene oxide emissions by facility 


Facility Name 

Address 

City 

State 

Ethylene Oxide (lbs.) 

Union Carbide Corp - St Charles Operations 

PO Box 50 

Hahnville 

LA 

30,065 

PORT NECHES PLANT 

2102 SPUR 136 

PORT NECHES 

TX 

21,552 

Midwest Sterilization Corp 

12010 General Milton Dr 

Laredo 

TX 

15,738 

TEXAS OPERATIONS 

HWY 149 KODAK BLVD 

LONGVIEW 

TX 

14,828 

BASF Corp - Geismar Site 

PO Box 670 

Geismar 

LA 

14,278 

Sasol Chemicals (USA) LLC - Lake Charles Chemical Complex 

2201 Old Spanish Trail 

Westlake 

LA 

12,640 

CLEAR LAKE PLANT 

9502 BAYPORT BLVD 

PASADENA 

TX 

11,893 

SEADRIFT PLANT 

HIGHWAY 185 

SEADRIFT 

TX 

10,392 

Shell Chemical LP - Geismar Plant 

7594 Hwy 75 

Geismar 

LA 

9,658 

BAYPORT UNDERWOOD PLANT 

5761 UNDERWOOD RD 

PASADENA 

TX 

8,055 

Midwest Sterilization Corp-Jackson 

1204 Lenco Ave 

Jackson 

MO 

6,982 

B BRAUN MED INC/ALLENTOWN 

901 MARCON BLVD 

ALLENTOWN 

PA 

6,600 

C R Bard 

8195 Industrial Blvd., NE 

Covington 

GA 

6,047 

UNION CARBIDE CORPORATION-INSTITUTE 

ROUTE 25 

INSTITUTE 

WV 

5,818 

STERIGENICS-SANTA TERESA FACILITY 

2400 Airport Rd 

Santa Teresa 

NM 

5,761 

Sterigenics US LLC 

7775 Quincy St 

Willowbrook 

IL 

5,566 

CONROE FACILITY 

5451 JEFFERSON CHEMICAL RD 

CONROE 

TX 

5,339 

BCP Ingredients Inc 

52 Sunrise Park Rd 

New Hampton 

LA 

5,003 

Monument Chemical Kentucky LLC 

2450 Olin Rd 

Brandenburg 

KY 

3,751 

BCP INGREDIENTS VERONA PLANT 

299 EXTENSION ST 

VERONA 

MO 

3,665 

The Dow Chemical Co - Louisiana Operations 

PO Box 150 Bldg 3502 E 

Plaquemine 

LA 

3,604 

Air Products Performance Manufacturing Inc - Reserve Plant 

474 W 19th St 

Reserve 

LA 

3,222 

Griffith Micro Science Inc 

2973 Olympic Industrial Dr. 

Smyrna 

GA 

3,189 

Medline Industries Inc Northpoint Services Div 

1160 S Northpoint Blvd 

Waukegan 

IL 

3,058 

CRODA INC. 

315 CHERRY LANE 

NEW CASTLE 

DE 

2,694 

VAN DIEST SUPPLY COMPANY 

1434 220TH ST 

WEBSTER CITY 

IA 

2,540 

Ethylene Oxide Commercial Sterilization 

5725 West Harold Gatty Drive 

Salt Lake City 

UT 

2,358 

Taminco US LLC 

PO Box 1 

St. Gabriel 

LA 

2,299 

TERUMO BCT STERILIZATION SERVICES, INC 

11308 W COLLINS AVE 

LAKEWOOD 

CO 

2,220 

SOLVAY USA INC 

2151 KING ST EXT 

CHARLESTON 

SC 

1,924 

CHANNELVIEW PLANT 

2502 SHELDON RD 

CHANNELVIEW 

TX 

1,919 

UNION CARBIDE CORP -SO CHARLESTON FAC. 

437 MACCORKLE AVENUE 

SOUTH CHARLESTON 

WV 

1,656 

DOW TEXAS OPERATIONS FREEPORT 

2301 N BRAZOSPORT BLVD 

CLUTE 

TX 

1,423 

Edwards Lifesciences Corporation 

PR-402, Km 1.4, Industrial Park 

Anasco 

PR 

1,387 

Vention Medical Inc. 

520 Watson SW 

GRAND RAPIDS 

Ml 

1,170 
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Ethicon Inc 

3348 Pulliam St. 

San Angelo 

TX 

1,097 

PETROCHEMICAL REFINING 

PLANT 5 ON CR 229 

FREEPORT 

TX 

1,014 

BASF Corporation 

2 PLEASANT VIEW AVE 

WASHINGTON 

NJ 

1,013 

BASF Chemical Corporation - White Stone Site 

3455 Southport Rd 

Spatanburg 

SC 

1,000 

Hercules Inc Aqualon Div 

1111 Hercules Rd 

Hopewell 

VA 

992 

Baxter Healthcare Corporation 

1900 N Hwy 201 

Mountain Home 

AR 

950 

SHELL TECHNOLOGY CENTER HOUSTON 

3333 HWY 6 SOUTH 

HOUSTON 

TX 

919 

Tri-State Hospital Supply Corp 

3173 E. 43rd St. 

Yuma 

AZ 

878 

Sterigenics U.S. LLC 

10821 WITHERS COVE PARK DR 

Charlotte 

NC 

800 

SYNERGY HEALTH AST, LLC 

401 COMMERCE BOULEVARD 

OLDSMAR 

FL 

788 

Stepan Co 

951 Bankhead Hwy. 

Winder 

GA 

765 

Ashland Specialty Ingredients 

50 SOUTH MINISINK AVE 

PARLIN 

NJ 

733 

Dayton Manufacturing Unit 

3892 U.S. Hwy. 90 W. 

Houston 

TX 

713 

Cook, Incorporated 

6300 North Matthews Drive 

Ellettsville 

IN 

678 

INTERNATIONAL STERILIZATION LABORATORY 

217 SAMPEY ROAD 

GROVELAND 

FL 

660 

Stepan Co 

22500 WMillsdale Rd 

Elwood 

IL 

656 

CLARIANT CLEAR LAKE PLANT 

9502 BAYPORT BLVD 

PASADENA 

TX 

593 

Baxter Healthcare Corp 

Rte 120 & Wilson Rd 

Round Lake 

IL 

590 

HOUSTON PLANT 

15200 ALMEDA RD 

HOUSTON 

TX 

505 

INEOS Oxide - A Division of INEOS Americas LLC 

PO Box 718 

Plaquemine 

LA 

495 

INGREDION INCORPORATED 

1001 FIRST ST SW 

CEDAR RAPIDS 

IA 

480 

Pelron Corp 

7847 W 47th St 

Lyons 

IL 

437 

EVONIK MATERIALS CORP 

337 Vincent St 

Milton 

Wl 

429 

FORMOSA POINT COMFORT PLANT 

201 FORMOSA DR 

POINT COMFORT 

TX 

414 

DuPont Teijin Films 

3600 Discovery Dr 

Chester 

VA 

400 

Sterigenics Us Lie 

1302 Ave T 

Grand Prairie 

TX 

352 

STERIGENICS US, LLC 

687 WANAMAKERAVE 

ONTARIO 

CA 

334 

COORSTEK, INC. - WEST TABLE MTN PLANT 

4455 TABLE MOUNTAIN DR 

GOLDEN 

CO 

329 

STERIS CORPORATION 

435 WHITNEY ST 

NORTHBOROUGH 

MA 

322 

Kendall Healthcare Products 

1430 Marvin Griffin Rd. 

Augusta 

GA 

322 

Cardiac Pacemakers Inc/Boston Scientific 

4100 Hamline Ave N 

Arden Hills 

MN 

304 

STERIGENICS US LLC 

84 Park Rd. 

Queensbury 

NY 

295 

MILLIKEN ENTERPRISE PLANT 

512 PUMPKINTOWN RD 

MARIETTA 

SC 

267 

Rhodia Inc 

2nd St. & Blueball Ave. 

Marcus Hook 

PA 

241 

Tate & Lyle Ingredients Americas LLC 

2200 E Eldorado St 

Decatur 

IL 

237 
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IAC Albemarle, LLC. 

313 Bethany Road 

Albemarle 

NC 

236 

BAYER MATERIALSCIENCE - New Martinsville 

STATE ROUTE 2 

NEW MARTINSVILLE 

WV 

222 

Covidien LP 

195 Mcdermott Rd. 

New Haven 

CT 

207 

Lutheran General Hospital 

1775 Dempster St 

Park Ridge 

IL 

207 

Veterans Affairs Medical Hospital 

508 Fulton Street 

Durham 

NC 

203 

ICL-North America Inc - GALLIPOLIS FERRY PLANT 

11636 Huntington Road 

GALLIPOLIS FERRY 

WV 

197 

BAYER MATERIALSCIENCE - SOUTH CHARLESTON 

437 MACCORKLE AVE.,SW 

SOUTH CHARLESTON 

WV 

185 

FirstHealth Moore Regional Hospital 

155 Memorial Drive 

Pinehurst 

NC 

180 

3M - New Ulm - Electrical Products Div 

1700 Minnesota St 

New Ulm 

MN 

180 

Christ Hospital & Medical Center 

4440 W 95th St 

Oak Lawn 

IL 

176 

ROCKY MOUNTAIN PRESTAIN, LLC 

1570 E 66TH AVE 

COMMERCE CITY AREA 

CO 

164 

CaroMont Regional Medical Center 

2525 Court Drive 

Gastonia 

NC 

163 

Lamberti Synthesis USA, Inc. 

4001 North Hawthorne Street 

Chattanooga 

TN 

146 

Arrow International, Inc. - Asheboro 

312 Commerce Place 

Asheboro 

NC 

141 

Alamance Regional Medical Center, Inc. 

1240 Huffman Mill Road 

Burlington 

NC 

140 

Saint Anthony Hospital 

2875 W 19th St 

Chicago 

IL 

136 

Frye Regional Medical Center 

420 North Center Street 

Hickory 

NC 

134 

RHODIA SPARTANBURG 

399 Sims Chapel Rd. 

Spartanburg 

SC 

133 

CRODA INC/DRAKETOWN ROAD 

8 CRODA WAY 

MILL HALL 

PA 

124 

SUNOCO LOGISTICS MARCUS HOOK INDUSTRIAL COMPLEX 

EAST RT. 13, NORTH CLAYMONT 

CLAYMONT 

DE 

123 

Centurion Medical Products 

301 Catrell Dr. 

HOWELL 

Ml 

115 

COMMUNITY HOSPITAL 

2021 N 12TH ST 

GRAND JUNCTION 

CO 

110 

Swedish Covenant Hospital 

5145 N California Ave 

Chicago 

IL 

109 

NorthShore Univ Health System Skokie Hosp 

9600 Gross Point Rd 

Skokie 

IL 

108 

INGEVITY SOUTH CAROLINA LLC 

5598 VIRGINIA AVE 

N CHARLESTON 

SC 

107 

STERIGENICS US INC 

4801-63 E 50TH ST 

LOS ANGELES 

CA 

103 

THE JACKSON LABORATORY 

600 MAIN ST 

BAR HARBOR 

ME 

101 


*Emissions exceeding 100 pounds. 


Source: National Air Toxics Assessment, U.S. EPA. 



